Message 


From; 

Sent: 

To: 

Subject: 

Hi Mary, 

I am still waiting for response from our purchasing department about payment for T1 line work. 

The three data lines I asked about will be install by contractor renovating Morrill 1. But if you can give me an estimafe for 1 
phone line move from Morrill N224 to N449 and 1 new phone and line in N449, I will get a PO to cover costs. 

Thank you, 

Jim 


Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 
01/CN=RECIPIENTS/CN=JAMES.HANCHETT] 

12/20/201112:27:45 PM 

'Mary Wiseman' [marYm@oit.umass.edu] 

RE: Telecom Service 


From: Mary Wiseman [mailto:marym@oit.umass.edu] 

Sent: Monday, December 19, 2011 10:28 AM 
To: Hanchett, James (DPH) 

Subject: RE: Telecom Service 

Hi Jim, i apologize, did ! respond to this email? Since our phone upgrade I have been playing catch up and just noticed 
this email 


Aiso, did you find out any information on the speedtype for the circuit being installed in Morn'll I? 

Thanks, Mary 
Telecom 

From: Hanchett, James (DPH) [mailto:james.hanchett@state.ma.us] 

Sent: Tuesday, December 06, 2011 12:40 PM 
To: 'marym@oit.umass.edu' 

Subject: Telecom Service 

Hi Mary, 

What do you need from me to have 2 phones activated in Morrill I room N 449 and 3 data lines installed from 
Room N245 to N449? 

Tug Rep 
Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 
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